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Attached is the original data foi 
analyzed the remaining pbs ye 


analyzed 


a cart e ran rai iwmmuai mu 


s well as the new data fo 

ened 2 nd pb from B10-14541R along with all 6 pbs from 
I did not get any +spots or crystals. I ran all the vials on the GC/MS on the screen method, with a cocaine 
They are all negative. 
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